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Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
August 31, 1885 


Hon. Daniel M. Fox 
Superintendent 


Sir:- 


In pursuance of your instructions, I have made a careful examination of the large balance 
in the transfer-room, and find the defects noticed by the Melter & Refiner not so serious as at 
first supposed. With the aid of an 8 ft. straight-edge (a necessary tool in the examination) which 
was kindly loaned by Mr. Morrow, Supt. of the Baldwin Locomotive Works, I was enabled to 
determine the cause of the trouble. It has been remedied to the satisfaction of Mr. Booth and Mr. 
Cochran, the officers directly interested. 


There are some other repairs necessary: these can be attained to without further delaying 
the use of the balance, and will be made at the most convenient time, when the balance is not in 
use. 


Very Respectfully, 
Your Obdt. Servt. 
Ellis Pugh 
Adjuster of Scales 


